974 ANNUAL INDEX 


JANUARY 1974—DECEMBER 1974 


Abbreviations: (AC) Appliance Clinic; (C) Construction; (D) Department; (ER) Equipment Report; (GE) Guest Editorial; 


A 
ABC's Of Sound Reinforcement (Koller) 
Active Bandpass Filter (Lancaster) 
Admiral M20 Chassis (F) 


Aug 40 
May 40 
Feb 58 


Alarms 
Installing Security Systems (Belt) Aug 
Build An Electronic Security (Robbins) eo am 
r 


Apr 43 


Nov 24 
Jul 72 
Oct 26 
Aug 26 
Feb 26 
Mar 22 
Apr 22 
Jun 57 
Jan 14 
Sep 80 


Feb 71 


All About Transformers (Waters) 


Appliance Clinic (Darr) (0) 
Automatic Light Switches 
Battery Chargers 
Getting Replacement Parts 
ignition Problems—Small Engines 
Limit Switches 
Modular Appliances 
Ni-Cad Charging Rates 
Plug-In Refrigerator Analyzer 
Solid-State Ignition—Lawnmower 
Using The VOM Around The Car 


Aristotle And The Big Bottle (Darr) (SC) 
Audio—Hi-Fi—Stereo 
Amplifiers 
Audio Feedback Circuits (Horowitz) 


Design OTL Power Amplifiers (Horowitz) 
Aug 48 
Build A Guitar Preamp (Kay) Jun 36 
How To Measure Hi-Fi Performance 
(Feldman) Sep 61 
New FTC Audio Power Rules, the 
(Feldman) Nov 61 
BSR Metrotec FEW 1 Graphic Stereo 
Equalizer (ER) Feb 14 
Direct-Coupled Audio Circuits mane ' se 
ju 
Femtowatt—Here It Comes (Feldman) Apr 50 
Getting To Know Hi-Fi Specs (Sessions) - 
r 


Four-Channe| Sound 
Build This 3-IC SQ Decoder 

(Nichols) (C) Oct 33 
CD-4 Records—The Problems & The 

Promise (Feldman) Feb 42 
Discrete With CD-4 Discs (Savon) Oct 36 
Multiplexer For Logic Experiments 
(Corson) (F) Feb 58 
Record Review (Staff) Oct 90 
Software—Who Makes What? 

(Maynard) Oct 50 
Lafayette SQ-W Decoder (ER) Sep 66 
New SQ Generation, The (Feldman) 

Mar 33 
Jun 44 


Newest CD-4 Demodulator, 
The (Feldman) 


Better Tuning (Feldman) Jul 48 
High Quality FM Tuners (Feldman) Dec 63 
New Tuner Circuits (Feldman) May 37 
Hi-Fi Stereo—New Sound For TV (Feldman) 
ug 
Improvements In Stereo Circuitry (Feldman) 
n 
Improving Room Acoustics (Challis) Mar 42 
Low-Noise Hi-Fi (Feldman) Oct 57 
R-C Coupling In Audio Circuits eae: 
ct 


Selecting & Using Test Instruments aay 
lu 


Speakers 
Avid Model 102 (ER) Aug 24 
Panel Speaker Designs (Grieg & 
Schoengold) Mar 36 
Pioneer R500 Speaker System (ER) - 


‘eb 47 
Tape 
How To Install Car Players (Craig) Mar 56 
JVC CD—1668 Cassette Deck (ER) Jul 23 
Rewind While You Listen (Cabot) (F) 
Jul 96 
Sony TC-15250 Portable Hi-Fi Cassette 
Recorder (ER) Jun 26 
Technics RS-676US Dolby Cassette 
Recorder (ER) Nov 26 
Test Instruments—see Test Instruments 
Technics SL-1200 Direct Drive Turntable (ER) 


Jul 22 
Public Address—see Public Address 


Audio Crossword Puzzle (F) lian 52 
Automatic Light Switches (Darr) (AC) e 24 


Audio Feedback Circuits (Horowitz) Dec 66 
Avid Model 102 Speaker System (ER) 


(F) Filler; (SC) Service Clinic 


Automotive Electronics 
New In Car Electronics (Graf-Whalen) May 45 
Windshield Wiper Pause Control 
(Baumgarat) (F) Jul 87 
Using VOM Around The Car (Darr) (AC) - 
Sep 


Battery Chargers (Darr) (AC) 
Benchtop Yoke Protector (Carlson) (F) 
Better FM Tuning (Feldman) 
Blanking Circuits (Darr) a 
Books (D) 


Jul 72 
May 49 
Jul 48 
Jul 69 


b 93, Mar 99, Jul 92, 

Sep 99, Oct As, Nov 108, Dec 108 
Build A 

Blitzmeter (Gupton) (C) Jan. 50 

Automatic Noise Eliminator (Wilson) May 51 

Electronic Security Alarm (Robbins) nate 

Guitar Preamp (Kay) (C) in 36 

Improved ASCII Encoder (Lancaster) ) - 

5! 


Jun 53 


New Music Synthesizer Module 
(Simonton) (C) 

Op-Amp Tester (Prensky) (C) 

$35 Infrared Viewing System (Mims) (C) 


3-IC SQ Decoder (Nichols) (C) 
3-Way IC Function Generator (Cotman) () 
iov 


=> 
33 


Burglar Alarms—see Alarms 


c 


Vv 
Troubles—How Tp Pin Them Down Gen 


cB 
Alignment Made Easy (Mueller) 
Casebook (Mueller) 
New Circuits (Scott) 
What's New In (Friedman) 
CCTV 
On The Job (Haimes) 
Casino, Electronic (Scott) Mar 45, Apr 58 
CD-4 Records—The Problems & The Promise 
(Feldman) Feb 42 
Circuits (D) Mar 87, May 88, Jul 87, Aug 86, 
Sep 96, Oct 104 


Color Oscillator—it's Easy To Know (Darr) (SC) 
Jun 69 


Color TV—see TV, Service 
Color TV Picture, Getting It In Focus (Darr) (SC) 
Apr 25 


Computers 
Build Improved ASCII Encoder 
(Lancaster) (C) Feb 58 
Commentary ety : Dec 16 
Computer! (Titus) (C) Jul 29 
First Terminal You Build From A Kit aay | 


Modifications (Titus) Dec 42 


Construction—see Builid 


D 
Dead Stereo Tape Motor (Davidson) (F) 


Designing OTL Power Amplifiers (Horowitz) 
Aug 48 
Nov 50 


Mar 44 


Digital Equipment For Electronics (Darr) 
Digital Multimeters Under $300 (Scott) Nov 45 
Direct-Coupled Audio Circuits (Horowitz) Jul 51 
Does Servicing Have A Future (Adler) (GE) Sep 4 


Easy To Handle Epoxy (Queen) (F) Sep 96 
Editorial, guest 
Does Servicing Have A Future? (Adler) Sep 4 
Energy Crisis & Electronic Service (Couch) 
May 4 
Electronic Casino (Scott) (C) Mar 45, Apr 58 
Electronic Logic For TV Tuning Mar 88 
11 Ways To Use Your Vectorscope eee . 
ic! 


Energy Crisis & Electronic Service (Couch) May 4 


Equipment Reports 
Avid 102 Speaker System 
B&K 460 Picture Tube 
Tester/ Restorer 


Dec 24 
BSR Metrotec FEW-1 Graphic Stereo 
Equalizer 


Feb 14 

Continental Specialties Proto Board Sep 26 

Hewlett-Packard HP-970A Probe —— = 
jan 


Hewlett-Packard Scopes, Two Nov 63 
Hickok 511 Wideband Triggered Scope 


Aug 47 
JVC CD-1668 Cassette Deck Jul 23 
Lafayette SQSW Decoder Sep 66 
Leader — 302 Dual-Trace Triggered-Sweep 


Scop 
Oneida instant-Weld Adhesive Feb 24 
Feb 47 


Pioneer R500 aker System 

PTS-3001 Port-A-Tuner Jun 22 

RCA WR-525A Marker/Signalyst Jan 90A 

Simpson 360 Digital VOM Oct 97 

Sony TC-1525D Portable Hi-Fi Cassette 
Recorder 

Sound Technology 1000A FM Generator 


Technics RS-676US Dolby Cassette Recorder 
Nov 26 


Technics SL-1200 Direct-Drive 
Turntable 

TeleMatic KC270 Crys-Mate 

TeleMatic KT-370 Tuner-Mate 

Triplett 615 Appliance Tester Vom 

Winegard CTS-1 Cablemate 


F 


Femtowatt—Here It Comes (Feldman) 


First Computer Terminal You Build From A Kit 
(Durston) Nov 


FM—+see listing under Audio 

FM Stereo—see Audio 

FM Tuners—see Audio 

Flyback Transformer, The (Darr) (SC) 
Four Channel—see listing under Audio 
4-Channel Record Reviews (Staff) Oct 90 
4-Channe! Multiplexer (Corson) (F) Feb 58 
4-Channel Software—Who Makes What ee 1 5 


40 Projects Using COSMOS Digital IC's 
(Marston) (C) Sept 58, Oct 51, Nov 54, 


Getting To Know Hi-Fi Specs (Sessions) 
Getting To Know SCR’s (Bixby) (C) 

Getting Replacement Parts (Darr) (AC) 
Gyrator, the—An IC Inductor (Leckerts) 


Heathkit IP-18 Power Supply (F) Sep 49 
Heathkit New Digital TV (Steckler) Feb 33 
Hewlett-Packard HP-970A Probe Multimeter -., 


Aug 24 


Oct 69 


Dec 52 


Mar 39 
Jul 42 
Oct 26 
Feb 45 


jan 
Hewlett-Packard Oscilloscopes, Two (ER) Nov 63 
Hickok 511 Wideband Triggered Scope Aug 47 
Hi-Fi—see Audio 
Hi-Fi Stereo—New Sound For TV (Feldman) 
Aug 45 
High Quality FM Tuners (Feldman) Dec 63 
How It Works—Discrete 4-Channel With CD-4 
Discs (Savon) Oct 
How It Works—IC MOS Shift Registers 
(Lancaster) 
How To Install Car Tape Players (Craig) 
How To Measure Hi-Fi Amplifier Performance 
(Feldman) 


Build A 3-Way IC Function Generator 
(Colman)(C) Nov 100 
How It Works—IC MOS Shift Registers 
(Lancaster) Dec 55 
For Electronic Music (Lancaster) Feb 48A 
40 Projects — COSMOS Digital IC's 


(Marston) (C 
58, Oct 51, Now 54, Dec 52 


IC’s 
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a RADIO-ELECTRONICS 


Gyrator—An IC Inductor, The 
(Lackerts) 

Understanding Caiculator IC's 
(Lancaster) 

Understanding MOS Character 
Generators (Lancaster) 

What's A RAM? (Lancaster) 

What's A ROM? (Lancaster) 


ignition Problems—Small Engines 
(Darr) (AC) 


Improvements In Stereo Circuitry 
(Feldman) 


Improving Room Acoustics (Challis) 
Installing Security Systems (Belt) 
IR Finder, The (Mims) (C) 

IR Viewing System, $35 (Mims) (C) 


L 


Lafayette SQ-W, 4-Channel Decoder (ER) Sep 66 


Leader L\BO-302 Dual Trace Triggered- 
Sweep Scope (ER) 


Jan 16, Feb 16, Mar 16, Apr 24, 
May 16, Jun 16, Jul 16, Aug 16, 
Sep 24, Oct 16, Nov 16, Dec 16 

Light-Controlied Oscillator (Kimble) (F) 

Limit Switches (Darr) (AC) Feb 26 

Line Operate Your LED's (McClellan) (F) Jul 87 

Liquid-Crystal Clock (C) Apr 53 


Looking Ahead a wy | D) Jan 4, Feb 4, 
Mar 4, Apr 4, 6, Jun 4, Jul 4, 

Sep 6, Oct 4, Nov 4, Dec 4 

Low-Noise Hi-Fi (Feldman) Oct 57 


M 
Many Roads To 4-Channel (Friedman) 
Marconi—100th Anniversary (Leinwoll) 
Matrix-Tube Purity Set-Up (F) Mar 35 
moar or Systems—Where From Here 


Letters (D) 


Mechanical Failure Short Circuits 
(Carison) (F) May 73 


Miniature Strob pe (De i) (F) Febse 
Modern Receiver Circuits (Moore) Jan 33 
Modular Appliances (Darr) (AC) Mar 22 


Music, Build a New Synthesizer Module 
(Simonton) 





Jun 53 


N 
New CB Circuits (Scott) 
New FM Tuner Circuits (Feldman) May 37 
New FTC Audio Power Rules, The 
(Feldman) Nov 61 
New In Car Electronics (Graf & Whalen) May 45 
New Literature (D) Jan 80, Feb 90, Mar 62, Apr 79, 
May 62, Jun 92, Jui 81, Aug 73, 
Sep 91, Oct 87, Nov 87, Dec 87 
New Opportunities For The Service 
Technician (Steckler) Sep 43 
New Products (0) Jan 78, Feb 82, Mar 78, Apr 76. 
May 78, 


Jan 36 


New SQ Generation, The (Feldman) 


New & Timely (D) Jan 6, Feb 6, Mar 6, Apr 6, 
May 12, Jun 6, Jul 6, Aug 6. 
Sep 12, Oct 6, Nov 6, Dec 6 


Newest CD-4 Demodulator (Feldman) Jun 44 
Ni-Cad Charging Rates (Darr) (AC) Apr 22 
1975 Color TV Circuits (Savon) Dec 33 


°o 
OTL Vertical Sweep (Darr) (SC) 


Pane! Speaker Designs (Grieg & 
Schoengold) 


tography 

Build A Blitzmeter (Gupton) (C) 

Build 200-Watt-Second Photoflash 
(Gupton) (C) 


Plug-in Refrigerator (Darr)(AC) 

Poor Man’s Binding Posts (F) 

Power-On indicator (Liebman) (F) 

Power-Supply Splitter For Dual Voltages (F) Jun 59 


Projection TV in Your Livingroom 

(Steckler) May 33 
Proto Board By Continental Specialties 

(ER) Sep 26 


Put The Time On Your TV Screen 


(Lancaster) (C) Sep 33 


CB—+see CB 
Build Automatic Noise Eliminator 
sarc Miiaen) (CD, 


May 51 
cor 100th iversary (Leinwoll) Apr 46 
R-C Coupling In Audio Circuits (Horowitz) Oct 42 


R-C Networks And Different Waveforms 
(Darr) (SC) 





Nov 69 


Questions 
Afc Color Problems 
Battery Charger—Current Rating 
Blue Bow 
Boost That Didn't, The 
Broadcast Bars 


288882 


ng Cathode Current 
Crystals? Oscillator Or Filter 
Electrolytic Blows 
G-E M110YBG Hint 
High-Voltage Problems 
High-Voltage Protection Circuit 


Saxz33 


Voltage 
Horizontal Stabilizer Coil Won't Work 
Hum Bars From Transistor 
IC 1.F. With Problems 
Ignition Noise 
Intermittent Dark Spot 
Intermittent Stereo 
Intermittent Video 
Jig Smear in Monitor TV 
Local Station Blocks Radio 


SB823 


+ 


csUbsnrtstaas ttizesiiatts 


+ 


i 


More On Many, Many Symptoms 
Motorboating, Transistor Radio 
No Boost, No High Voltage 

No Brightness Control 


No Color 

No High Vol , Regulator Problem 
No Raster, High Voltage OK 

No Red 


No Snow, That’s Bad 

Odd Color Problems 

Odd Colors 

Odd Dark Spot 

Odd Raster 

Pilot Lights Out 

Plate Voltage Missing 
outh Radio 

Regaussing Coil, The 

Replacement For 21HJ5 

Replacement Transistor 

Short Life Transistors 

60-Hz Hum Bar 

Slow Loss Of Stereo 

Snap, Crackle, Pop 

Saulagios. Wiggles, No High Voltage 

Sync Drop Out 

Three Crawling Lines 

Too Much Brightness 

To Young Timer 

Tuner Age Voltage 

Uhf Tuner Problem 

Vertical Problems 

Wet Car ignition System 


Repairing Cassette Recorders (McClellan) 


R-E’s Service Clinic (Darr) (D) 
Aristotle And The Big Bottle 
Blanking Circuits 
Color Oscillator—it’s Easy To Know 
Color TV Picture—Getting It In 
Focus, The 

Flyback Transformer; The 

OTL Vertical Sweep 

R-C Networks And Different 
Waveforms 

Transistor, That imprecise 
Device; The 


Upgrading The Technician 
Variac-A Handy Service Tool; The 
VTR Probiems Set Straight 
R-E’s Substitution Guide For Fen rca en, 
Transistors (Scott) Jan Feb 68, 
Apr 66, May 58, Jun 62, Jul 62, 
Sep 66, Oct 62, 
Rewind While You Listen (Cabot) (F) 


Security Systems see Alarms 
Selecting & Using HiFi Test Instruments 
(Scott) 


Patriirigiititeaettiy tte 
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ath FEES fF see eed FELE 


see IC’s, see Transistors 
Tunnel! Diodes & Circuits (Daniels) (C) 52 
Getting To Know SCR’s (Bixby) (C) 42 


Service—aiso see R-E's Service Clinic, Appliance 
Clinic, Reader Step-By-Step. 
Technotes, Try This 
Admiral M20 (F) 
Benchtop Yoke Protector (F) 

CB Alignment Made Easy (Mueller) Jan 44 
CB Casebook (Mueller) Feb 48 
Dead Stereo Tape Motor (Davison) (F) Mar 44 
Energy Crisis & Electronic Service aay 4 


Does Servick . Have A Future? 
(Adler) (GE) Sep 4 


Feb 58 
May 49 


11 Ways To Use Your Vectorscope 
(Middleton) 

Matrix Tube Purity Setup (F) 

Mechanical Failure Short Circuits 
(Carison) (F) 

New Opportunities For The Service 
Technician (Steckier) 

Repairing Cassette Recorders 
(McCelian) 


Simple Scope Servicing (Darr) 
Holder 


Soldering tron Cord 
(Mitchell) (F) 
Simpson 360 Digital VOM (ER) 
Slotted Mask Picture Tubes (Darr) 
Soldering tron Cord Holder (Mitchell) (F) 
Solid State Ignition— 
Lawnmower (Darr) (AC) 
Sout. — 1000A FM Generator 
STAR—New Kind of TV Remote Control 
(Steckler) Dec 44 
T Guide (Prentiss) 
Agc or Misalignment Feb 
High-Voltage ulator (Cunningham) Jul 60 
Horizontal Output RCA CTC35A Oct 
No Raster (Cunningham) Jun 
SCR Horizontal Output ~4 
Nov 


ane, Ses 5 oe 
laveform Analysis & How To Use It 


Stereo—see Audio 
Synthesizer, Build a New Music (Simonton) Jun 


T 


Technical Topics (Scott) Jan 53, Mar 58, Aug 60 
Technics RS-676US Dolby Cassette 
Recorder (ER) Nov 26 
Technics SL1200 Direct Drive 
Turntable (ER) 
Technotes (D) 
T 


Jul 22 
Aug 86 


see Service 
Heathkit New Digital TV (Steckler) Feb 33 
1975 Color TV Circuits (Savon) Dec 33 


May 33 


Slotted-Mask Picture Tubes (Darr) Dec 41 
STAR—New Kind of TV Remote Control 
(Steckler) Dec 44 


Test Equipment—see aiso Equipment Reports, 
Service 
Build This Sota? Tester 


Build 3-Way IC Function Generator 
Colman) (C Nov 100 
11 Ways To Use Your Vectorscope 
(Middleton) Oct 54 
Miniature Strob p 


Feb 58 
Selecting & Using Hi-Fi Test 
Instruments (Scott) Jul 34 
Simple Sc Servicing (Darr) Feb 57 
Digital Multimeters Under $300 (Scott) Nov 45 
Digital Instruments For Electronics 
(Darr) Nov 50 
Transformers, All About (Waters) Apr 43 
Transistor, That imprecise Device, The 
(Darr) (SC) Sep 69 
Transistors—see Semiconductors, IC's, R-E’s 
Transistor Substitution Guide 
Try This (D) Aug 75, Sep 97, Oct 102 
Tunnel Diodes—Theory & Circuits 
(Daniels) (C) Aug 52 
200-Watt-Second Photoflash (Gupton) (C) Now 3J 


U 


Understanding Calculator IC’s (Lancaster) Jul 38 


Understanding MOS Ch G t 
(Lancaster) Jun 48 


Upgrading The Technician (Darr) (SC) Aug 65 
Using the Vom Around The Car (Darr) (AC) Sep 80 


Vv 


Variac—A Handy Servicing Tool 
(Darr) (SC) May 58 
Video Discs Are Coming, The (Lachenbruch) 


Video Discs—Today & Tomorrow (Petras) Jun 33 
VTR Problems Set Straight (Darr) (SC) Mar 63 


w 
What Is A ROM? (Lancaster) 
What Is A RAM? (Lancaster) 
What's New In CB (Friedman) 
Windshield Wiper Pause Control 
(Baumgardt) (F) 
Winegard Cablemate CTS-1 (ER) 
Wire Grabber (Van Wormer) (F) 
Wire Stripping Compound (Plavcan) (F) 





(0 i) 
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